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CITY OF DOVER. 


OrvErED, if the Common Council concur, That His Honor the 
Mayor be requested to furnish a copy of his Address for publica- 
tion, and that the Joint Standing Committee on Printing be hereby 
authorized to procure, in connection with the City Accounts, the 
printing of six hundred copies of the same, for the use of tax- 
payers. | 





In Boarp oF ALDERMEN, } 
January 5, 1871. 

Read and passed, . 

JOHN B. STEVENS, Jr., Crty Cuerx. 





In Boarp or Common Covuncit, } 
January 5, 1871. 
Passed in concurrence. 
J. T. S. LIBBEY, Crerx. 


1871. - 
CITY GOVERNMENT. 


MAYOR, 


WILLIAM S. STEVENS. 


CITY CLERK, 
JOHN B. STEVENS, Jr. 





ALDERMEN, 
Warp 1,—AUGUSTUS H. BEEDE, 
2,—SIMEON F. PLATTS, 
JOSEPH D. GUPPY, ‘ 
3,—CHARLES WOODMAN, 
* EDWIN WHITEHOUSE, 
EVERETT HALL, 
4,—WOODBURY WIGGIN. 


COUNCILMEN, 
RUSSELL B. WIGGIN, - - - Prestwenrt, 
. T. S. LIBBEY, - - - - - = Cierk. 


Warp 1,—LAURISTON CHAMBERLAIN, 
JOHN B. HULL, 
EBEN ©. BERRY, 

9.— WILLIAM H. TRICKEY, 
BENJAMIN CLEMENT, 
JAMES A. HORNE, 
GEORGE F. NUTE, 
RUSSELL B. WIGGIN, 
HENRY G. McDUFFEE, 

3,—DANIEL E. HANSON, 
JOHN C. VARNEY, 
FRANKLIN FREEMAN, 
ALAMANZER R. TOWLE, 
BENJAMIN F. NEALLEY, 
JOHN S. GLASS, 
CHARLES C. HARDY, 
JOSEPH HAYES, 
GUSTAVUS H. HORNE, 

4—JOHN H. NUTE, 
BENJAMIN P. PIERCE, 
GEORGE H. FORD. 
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CITY SOLICITOR, 
FRANK HOBBS. 





ASSESSORS, 
SAMUEL W. BAKER, JOSEPH C. HUTCHINS, 
THOMAS J PALMER, THOMAS STEVENSON, 
JOUN CLEMENTS, JOHN 8. HAYES. 





City Treasurer, 
EDMUND J. LANE. 





Police Court Justice, 
DANIEL HALL. 





Associate Justice, 
CHARLES A. TUFTS. 





City Marshal, 
JONATHAN P. BAKER. 





— 


Assistant Marshal, 
WILLIAM S. WARREN. 





Chief Engineer of Fire Department, 
SOLOMON H. FOYE. 
First Assistant Engineer. 
SILAS DUNN. 


Second Assistant Engineer, 
JOHN S. DAME. 





Superintendent of Burials, 
JOHN S. STACKPOLE. 





Health Officers, 
JONATHAN P. BAKER, 
OLIVER H. JENNESS, 
STEPHEN WALKER. 


COMMITTEES 


— OF — 


Serle e,Os0 NiO Lis. 


BOARD OF ALDERMEN. 
Bills on 2d Reading,—Ald. Beede. 
Special on Streets, Highways and Bridges,—The Mayor, Ald. 
Guppy and Woodman. 


COMMON COUNCIL. 
Elections & Returns,—Messrs. Trickey, Nute of Ward 2 and 
Nealley. 
Bills on 2d Reading,—Messrs. Horne of Ward 2, Nute of Ward 
4, and Chamberlain. 
Engrossed QGrdinances,—Pierce, Horne of Ward 2 and Ford. 


. JOINT STANDING COMMITTEES. 
Claims,—Ald. Platts and Messrs. Clement and Varney. 
Finance,—The Mayor, Ald. Woodman, and Messrs. Wiggin 
and Hardy. 

Schools,—The Mayor, Ald. Guppy and Woodman, and Messrs. 
Wiggin, Horne of Ward 3, Hull and Pierce. 

Cemetery,—Ald. Whitehouse, and Messis. Varney and Trickey. 

Lands and Buildings,—Ald. Wiggin, and Messrs. Hanson and 
Clement. 

Streets, Sewers and ‘Drains,—Ald. Whitehouse, and Messrs. Hull 
and Hayes 

Fire Department,—Ald. Hall, and Messrs. McDuffee and Free- 
man. 
+ City Farm and House of RRR IAS —Ald. Beede, and Messrs. 
Towle and McDuffee. 

Bridges,—Ald. Hall, and Messrs. Glass and Berry. 

Lamps and Lamp Posts,—Ald. Platts, and Messrs. Nute of 
Ward 2, and Hanson. 

Printing,—Ald. Wiggin, and Messrs Nute of Ward + and Cham- 
berlain. 

Licenses,—The Mayor and President of Common Council 
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. INAUGURAL ADDRESS 


OF THE ‘ 


HON. WILLIAM S. STEVENS, 
} MAYOR, 


TO THE 


CITY COUNCILS OF DOVER, 


Delivered before the Two Branches in Convention 
JANUARY 4,1871. 
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MAYOR’S ADDRESS. 


Ss TS Pe aE Te 


GENTLEMEN OF THE City CouNcILs: 

Agreeable to the requirement of our City Charter, we assemble 
this day to organize a new Municipal Government; and we would 
humbly acknowledge the guardian care of a kind and watchful 
Providence in preserving our lives and health through another year 
—that no prevailing epidemic has been permitted to visit our city— 
that general prosperity has attended our citizens—that trade and 
manufactures have had a steady and healthy growth. A liberal 
legislation, but not an extravagant expenditure, is what our citi- 
zens expect and demand at our hands. Our taxes are burdensome, 
and would be so if we did not appropriate one dollar above what is 
absolutely necessary to pay the interest on our debt and State and 
County taxes. Near seventy-five thousand dollars have to be 
raised annually before we have one dollar to improve our streets 
and bridges, keep in repair our public buildings, supply our fire de- 
partment, light our streets, and make all other necessary improve- 
ments. Our natural and local advantages are equal to any of our 
sister cities, and wherein we have fallen short in thrift and enter- 
prise let us exert ourselves, withholding no reasonable appropria- 
tion that will encourage any laudable enterprise whereby we can 
increase the business of our city and thus enhance the value of our 
real estate. 

Much has been accomplished the past year, and many improve- 
ments made on streets and sidewalks. I believe Macadamizing 
our streets is the cheapest, best and most durable method that, can 
be pursued upon our clay soil. Continue the present system a few 
years and all our main thoroughfares will have a permanent and 
lasting road-bed. 

To the generosity of the Directors of the Boston and Maine 
Railroad we are greatly indebted for the material to raise and 
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widen Charles street, leading to the new freight house; by this fa- 
vor the city of Dover has saved near two thousand dollars of ex- 
pense in carting gravel and cost of the same. 

A saving of expense can be made annually by abolishing all our 
highway districts, and letting one superintendent have the care and 
supervision of them all. Men whose daily employment is upon one 
kind of work through the year become so familiar that their ser- 
vices are worth double that of inexperienced workmen, and under 
this system profitable employees can be obtained. Most of the 
surveyors in our rural districts, at the season of the year when the 
highways should be repaired, are necessarily on their farms, and 
cannot attend to this duty without personal sacrifice ; consequently 
improvements are deferred so late in the season that a good share 
of them are lost by fall and spring rains. “I hope your early atten- 
tion will be given to the importance of this subject. 

The appropriation for sewers the last year was large, but noth- 
ing is more necessary for the health of our citizens and preserva- 
tion of our streets than thorough underground drainage. I trust 
nothing will be wanting on your part to promote a vigorous pros- 
ecution of this system, and that our successors will emulate our 
example until our whole city is underdrained. 

The new school house on Fifth and Lincoln streets, named Saw- 
yer School by a unanimous vote of our City Councils, in honor of 
long and valuable services rendered the schools in our city by Hon. 
Thomas E. Sawyer, is now nearly completed, but will not be ready 
to oceupy before next spring term. A small school house in Black- 
water district, so called, has been built the past season, and is now 
occupied. The public schools of our city, I am pleased to be able 
to say, have received the fostering care of our valuable and untir- ~ 
ing school committee, who have so freely and faithfully performed 
the arduous duties incumbent upon them. They well have earned 
the public favor and gratitude for the success of the new system so 
recently adopted by our city. It is for them to make contracts for 
instruction and regulate and introduce such studies, books, and 
rules of instruction as to them seem best. It is for us to make ap- 
propriations and expenditures upon our school houses, and coope- 
rate with them in all necessary and useful improvements. The 
deep and abiding interest of our fellow citizens in the education of 
the youth of this city was never more apparent than at the present 
time. 
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‘I would commend to all our citizens who are anxious to promote 
good morals and diffuse universal intelligence among the youth of 
' our city, the great truth so beautifully expressed by Webster: ‘If 
we work upon marble it will perish; if we work upon brass, time 
will efface it; if we rear temples, they will crumble into dust; but 
if we work upon immortal minds, if we endue them with principles, 
with the just fear of God and our fellow man, we engrave on their 
tablets something which will brighten to all eternity.” 

Our finances are in an improved condition from last year, leaving 
our successors much less trouble than heretofore to meet the con- 
stantly maturing demands against the city. We have succeeded 
this year in funding $100,000 of our floating debt for twenty years 
at six per cent. interest, payable semi-annually, making a saving 
to our city of $1500 a year, providing interest averages the same 
as the last five years. 

Our city debt is now $219,982.77. We have paid the balances 
due the old school districts, which were unprovided for in the set- 
tlement of Dec 30, 1869, amounting to $3,689.27, and have ex- 
pended $18,516.68 towards completing the Sawyer school house 
and a small school building at Blackwater, and in accordance with 
the provisions of the late amendments to our City Charter have 
assumed the debts of the old school districts, amounting to $14,650. 
But for these demands, for meeting which no tax was levied, the 
debt would be much smaller than now appears. | 

I should do injustice to the fire department of our city did I not 
acknowledge my conviction that they have the entire confidence of 
our fellow citizens in their judgment, skill and ability to extinguish 
any fire that any department of their numbers and magnitude could 
do. By avote of our city government, the Chief Engineer was 
authorized. to purchase two thousand feet of hose. With this ad- 
dition the department are fully provided with all necessary equip- 
age for practical use. For further particulars I refer to the report 
of the Chief Engineer. ‘ | 

The police of our city are the conservators of peace, and it is one 
of our most important and necessary departments. We depend 
upon it for the enforcement of the laws of our State and ordinances 
of our city. Upon it our citizens rely for the protection of life and 
property; hence the importance of having none but capable, 
faithful, honest and true men, such as command the respect and 
confidenee of our fellow citizens. The duties of our police have 
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been satisfactorily discharged the past year, so far as have come to 
my knowledge. 

Much is said of the necessity and importance of a greater and 
more abundant supply of water for the comfort, pleasure and health 
of our citizens; and in furtheranée of this laudable object, our Rep- 
resentatives, at the sitting of our last Legislature, obtained a char- 
ter in the name of the city to convey water from the Willand Pond, 
so called. This pond is located on a very high elevation of land, 
abcut two miles from the City Hall, and so high, I believe, as to 
supercede the necessity of elevating the water into a reservoir, 
which is always attended with a daily expense, for it cannot be ac- 
complished any other way than by a stationary engine. This favor 
with which nature has blessed Dover is an immense advantage over 
any other water supply in this section of the country. I can but 
hope, in view of the many advantages to health, comfort and con- 
venience it will afford our citizens, that the day is not far distant 
when some plan will be devised by which the inhabitants of this 
city will be, as other cities now are, in the full enjoyment of such 
a great luxury. 

Much anxiety rests in the public mind at the present time to 
know the cause of the many sudden deaths which are constantly 
occurring in our midst. Suspicion points to some impurity in the 
water running through lead pipes. I would recommend a scientific 
analysis of the water from the several fountains now in use, and 
that immediate action be taken for information upon this important 
matter. 

The subject of temperance has been a constant source of anxiety 
and prayer with many of our Christian men and women, who haye 
devoted much time to improve and elevate the moral condition of 
the intemperate, and not wholly without success They have taken 
hold of the subject in earnest, especially the ladies of our city, to 
correct and create a public sentiment and prepare the way for the 
enforcement of the law whenever public opinion will sustain them. 
Our government has its creating power from the people, and any 
law made against their wishes is of no force or strength without 
their free and full endorsement; hence the necessity of first secur- 
ing a united public sentiment and effort to insure success. 

The two hundred and fiftieth anniversary of the settlement of 
Dover will occur in 1873. To look back through the history of the 
world no farther than 1623 gives a wonderful procession of momen- 
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tous events. The early incidents, records and traditions of nearly 
all other old cities and towns in the United States have been gath- 
ered up and placed in permanent form before the public, but the 
history of Dover has never been written. I am, therefore, induced 
to recommend that measures be taken to supply this deficiency at 
an early day as may be consistent with the thoroughness desired, 
and that the services of Rev. A. H. Quint, a distinguished citizen 
of Massachusetts, eminently qualified by scholarship as well as his 
intimate acquaintance with our ancient records, be secured in fur- 
therance of this object. 

I cannot close without returning many thanks to my fellow citi- 
zens for the renewed confidence reposed in me by again electing 
me Chief Magistrate of your city by such unanimity of feeling, 
By this mark of your esteem I trust my public acts have met your 
approbation, and it stimulates me to increased energy and two-fold 
diligence in exercise of all necessary care and watchfulness over 
whatever interests are committed to my keeping. To the retiring 
members, and to all, allow me to return my sincere thanks for the 
courtesy and gentlemanly conduct which has ever characterized 
your deportment in all our gatherings. : 


| is me rh JO a Su 


OF THE 


COMMITTEE ON FINANCE, 


% 





. -Crry or Dover, Jan. 2, 1871. 

The undersigned, Joint Standing Committee on Finance of the 
City Councils of said City, certify that in accordance with the pro- 
visions of an existing Ordinance, we have examined the account of 
Edmund J. Lane, City Treasurer for 1870, and find the same to be 
correctly cast and each payment properly vouched by a Treasury 
order, corresponding in amount with the vouchers in the office of 
the City Clerk. We have also examined the sources from which the 
income of the past year has been derived, and are satisfied that he 
has charged himself with the whole amount paid into the Treasury. 
We find that the total receipts into the Treasury during the year 
ending Dec. 31, 1870, including the cash balance of 1869, 
($4,352.47) have been $267,668.20. The total payments during 
the same time have been $252,846.33 ; leaving a balance in the 
Treasury of $14,821.87. 
WILLIAM 8. STEVENS, ) Joint Standing 


s CHARLES WOODMAN, (|. Committee 
RUSSELL B. WIGGIN, on 


CHARLES A. TUFTS, Finance. 
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DR. 


To Ce Highways, - 


Fire Department, - 
Miscellaneous, 


Special, - 
Schools, = 
Police, - 
Salaries, - 


CITY OF DOVER 


Notes payable, 


Bonds, - 
Interest, - 
do Coupons, 
City Hall, 
Gas Lights, 


Printing and Stationery, 


Dog Tax, - 
Health, - 
Paupers, - 
Cemeteries, 
Sewers, - 


State Tax 1870, ° 


County Tax ‘ 
School Committee, 


New School Houses, 


Cash on hand, e 


1870. 
$21,100 80 
4,135 82 
3,161 45 
536 41 
3,689 27 
2,591 06 
1,725 00 
128,415 00 
1,000 00 
5,280 65 
5,736 00 
1,152 86 
1,953 77 
883 98 

25 00 

146 25 
2,166 80 
1,369 72 
3,826 88 
20,202 00 
12,230 93 
13,000 00 
18,576 68 


$252,846 33 


14,821 87 


$267,668 20 


IN ACO’T WITH TREASURER. 


Dover, Jan. 2, 1871. 


2 


1870. COR 
_ By Balance from 1869, - - “ - > . $4,352 47 
City Taxes 1868, - - - €67 00 
City Taxes 1869, - - - - - 14,900 00 
City Taxes 1870, -, - - 90,6C0 00 
Bank Taxes 1868, - - - * - 168 80 
Notes Payable, - - - - 13,700 09 
City Bonds, 8d series, - - 24,018 75 
City Bonds, 4th series, - . 102,900 00 
Cemetery Lots, - - - . - 360 00 
City Farm, - 7 -| . - Seat 23 35 
Highways, - - - > - - c4 42 
Sewers, ~ sw tn - - 120 00 
Miscellaneous, > - ~ - - 32 50 
School Districts, - - - 1OULE 
New School Houses, - - - - 1,202 10 
City Hall Rent, - - - - 1,233 03 
Police Fines and Costs, - - - - Code io 
Licences, - - - - - 89 50 
Savings Bank Taxes, - - : % 8.558 03 
Re he kaxesy © - ~ - 2,724 29 
Literary Fund, - - ° z - 499 38 
U.S. Bounties, - - - 5Y5 26 
Interest, + “ . > - - 50 00 


$267,668 20 
City TREASURER. 


CITY PROPERTY. 





Schedule of Property belonging to the City of Dover, December 


31, 1870: 


City Hall and Lot, exclusive of County, - 


Hale Farm and Buildings thereon, 
Wharves, - - - : - 


Land adjoining Pine Hill Cemetery, = - - 
Furniture in Mayor and Clerk’s Office, = - 


Aldermen’s Room, 


Common Council Room, - - 
Police, - - - - - 


City Hall, - 5 
Fire Department, - - ss 


WOODBURY WIGGIN, 


$50,000 00 
7,500 00 
700 00 

900 00 
275 00 
100 00 
300 00 
125 00 
1,400 00 
24,300 00 


ed 


$85,600 00 


For Joint STANDING COMMITTEE ON LANDS AND BUILDINGS. 


Schedule of Property belonging to the City cf Dever in contec- 


tion with the Hale Farm and Buildings, Dec. 31, 1870: 


Horses & Harnesses, $2,400 00 


4 oxen, 450 00 
2 ox carts and wheels, 125 00 
1 ox sled, 25 00 
1 horse rake, 87 00 
1 harrow, 8 00 
3 horse sleds, 33 00 
4 snow plows, 40 00 
3 whiffle trees, dD 00 
1 horse rake, 5 00 


1 axe, 1 50 


12 tons of hay, 509 00 
1 mowing machine, 121) 00 
3 scythes and gnaiths, 6 00 
6 hay forks, 6 00 
6 hand rakes, 1 50 
1 hayrack, 12 00 
2 hay cutters, 18 00 
4 horse carts, 275 00 
4 horse chains, 10 00 
1 horse cultivator, 5 00 
1 grindstone, 6 00 


2 yokes, 

170 lbs. drills, 

8 sledges, 

15 picks, 

20 shovels, 

7 crowbars, 

§ chains, 

1 ice chisel, 

i branding iron, 
5 tool and meal chests, 
1 tackle and fall, 
2 whip hammers, 
2 wheelbarrows, 
2 powder cans, 


te 
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10 00 
35 70 
40 00 
12 00 
10 00 
16 00 
20 00 
L 00 
2 00 
15 00 
20 00 
4 00 
8 00 
2 00 


1 wheel jack, 1 50 
1 derrick complete, 250 00 
1 stone crusher, 1,300 00 
1 12-horse power engine 1,100 00 
Building for engine &c., 800 00 
Shop tools, 75 00 
Lumber, 80 00 
Brick, ; 120 00 
Stone, 200 00 
1 plow, 18 00 
| stone roller, 65 00 
1 hog, 30 00 

$8,126 20 


WOODBURY WIGGIN, 


REPORT 


OF THE 


OVERSEER OF THE POOR. 


Yo the Hon. Mayor and City Councils of the City of Dover: 

GENTLEMEN :—I have the honor to submit the following Report 
as Overseer of the Poor of the City of Dover from April 8, 1870, 
to Jan. 1, 1871. Before giving a Report of receipts and disburse- 
ments, I wish to mention that the disbursements have been increased 
by bills contracted and due previous to my taking the office as 
Overseer, by Insane Asylum bills and by considerable sickness 
among the poorer classes. One family in particular, consisting of 
thirteen members, of which the father, mother, and from three to 
‘five of the children have been sick the most cf the time during the 
past six months, has alone received assistance to the amount of 
$275 00 

Business haying been generally dull the past season, it has tend- 
ed to increase the expenses of this Department. 





RECEIPTS. 

Drafts on City Treasury, - - - : 4 $1200 00 
Received of Esther Cook, - = + . & 78 00 
Town of Exeter, - = . - 79 49 

C. C. Hobbs, - . - - : 52 00 

$1409 49 

DISBURSEMENTS. 

Paid for Support of Poor in the City. - — - 2 $916 44 
Cash on hand, - anim: haga at - ° < 493 05 


$1409 49 


21 
OUTSTANDING BILLS. 


County of Strafford, - - - - - - $787 65 
Chamberlain & Nowell, - - - - - 500 16 
D. Lothrop & Co., - - - - - - 30 00 
J. F. Seavey & Co., - - - - - - 5 25 
Seavey & Ricker, - - > - - - - 410 
KE. J. Freeman, - - - - ar eke ° 25 00 
Hutchins & Foss, - . - - . - - - 19 86 
L.T. Haley, - - - : - - “kt 3 00 
J.S. Hussey, - - weg - - - 5 00 
G. W. Avery & Co.,- - ee LE Ee 4 75 
Salary as Overseer, - - oe ite - ° 75 00 
. BILLS DUE. 
- Town of Strafford, - - - - - - $14 44 
i Respectfully submitted, 
® GEORGE D. NOWELL, 


REPORT 


TO THE 


CHIEF ENGINEER. 





Zo the Honorable Mayor and City Councils of the City of Dover: 

I herewith, in accordance with the usual custom, respectfully sub- 
mit to you as the Chief of the Fire Department, my Annual Re-- 
port as an exhibit of the condition, expense, number of fires and 
alarms, and a list of officers and members of the Department, for 
the year ending December 31, 1870. 

We had during the year seventeen fires, with a total loss of 
property to the amount of ($66,940) sixty-six thousand nine hun- 
dred and forty dollars. The Department was called out seventeen 
times, and gave their assistance once to the mpighhoring town of 
South Berwick, Me. 

“The total expense of this Department for the year, jncluding the 
salaries of all the officers and men, amounts to ($4,135.82) four 
thousand one hundred thirty-five dollars and eighty-two cents, 

The general condition of the Department is very good; the offi- 
cers and men under my charge are prompt and energetic in the 
discharge of their duties, and it affords me great pleasure to report 
their uniform kindness and faithfulness on all occasions. 

The several Engine Houses and apparatus connected with this 
Department are in good order. There has been no change in the ~ 
organizations and they remain as last year, viz.: one hundred and 
five officers and men, two steam fire engines, two hand engines, and 
one hook and ladder earriage and necessary apparatus for the 
same. 

The Department has been strengthened by the purchasing of two 
thousand feet of leather hose; one thousand feet is placed in the 
Engine House on Orchard street, and one thousand feet in the Co- 
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checo Manufacturing Company’s hose house on Central street, to 
be used by the Hydrants in passing water to the several reservoirs 
within the reach of that length of hose. 

I cannot refrain from introducing a few thonghts here in regard 
to the condition and capacity of the Steam Engine House on Or- 
chard street. It has long been apparent to all intelligent observers 
that the building, well constructed and excellently provided as 
it is, by no means affords the room desirable for the two steamers. 
The natural difficulties attendant on driving in and out our heavy 
machines are aggravated by this lack of room. It seems to me to 
be a pertinent question whether the best interests of the City would 
not be subserved by erecting a suitable building for the large 
steamer, at or near the site of the Hook and Ladder House <Am- 
ple room for cleaning, working and moving the small steamer would 
thereby be secured ; the stable accommodations, now wholly inad- 
equate, made fully sufficient ; and the large steamer able to reach a 
great part of the compact portion of the City without being moved 
from its house. ) 

In conclusion, I beg leave to respectfully call your attenticn to 
the scarcity of water near J. B. Folsom & Co.’s oil cloth factory 
on Locust street, and also north of New York street, as there have 
becn quite a number of new buildings erected the past year near 
the B & M. R. R Co.’s new freight depot. 

I also request an appropriation for purchasing some oil cloth 
suits for the members belonging to the steamers 

I wish to return my thanks to Joseph W. Welch, Esq., for his 
kindness, and for the assistance he has rendered to the Fire De- 
partment in furnishing water with his Hydrants‘and the use of the 
Cocheco Manufacturing Company’s hose on all oecasions, which 
have proved a great assistance to the Fire Department. 


BOARD OF ENGINEERS. 
Sotomon H. Foye, Chief Engineer, 
Sitas Dunn, First Assistant, 
Joun S. Dame, Second Assistant. — 


HOOK AND LADDER CO. NO. 1. | 
J.G. Wallace, Foreman; Wm H. Norton, Assistant; E. M. 
Jones, Clerk; Elbridge Smith, Steward; Robert Evans, Andrew 
J. Roberts, George Bowers, James Carleton, Horace Littlefield, 
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Samuel D. Gilman, John Brown, William ‘Drew, Daniel Ford, O. 
T. Whittier, Thomas Robinson, J. W. Hanson, Alonzo Glidden, 
C. E Lord, Ira A. Butterfield, H. W. Twombly, E. L. Fernald, 
George W. Downs, Ralph Marden, John H. Grover, George But- 
ler, King Fernald. 


DOVER STEAM FIRE ENGINE CO. NO. 1. 

Mark F. Rand, Foreman; Fenton Howland, First Assistant ; 
Oliver F. Webster, Second Assistant; John F. Willand, Clerk ; 
Albert A. Fairbanks, Engineer ; Samuel M. Welch, Fireman; Wm. 
Hilliard, Assistant Fireman; William F. Rogers, Herbert A. Can- 
ney, John G Frost, Michael Conlen, S. O. Hanscom, James How- 
ard, Frank F. Davis, Joh W. Rines, Patrick Quinlan, John H. C. 
Woodes, Theodore L. Young. 


COICHECHO STEAM FIRE ENGINE CO. NO. 2. . 

Libbeus Hill, Foreman; John Palmer, First Assistant ; Charles 
Spurling, Second Assistant; George A. Webster, Clerk; Thatcher 
T. White, Engineer; Josiah Stackpole, Fireman; John S. Stack- 
pole, Assistant Fireman; Horace Gowen, Sn.ith W. Grey, Hiram 
F. Snow, Charles R. Edgerly, John W. Trefethen, Benjamin H. 
Warner, Ephraim Wentworth, Frank Raitt, George W. Chamber- 

lain, John H. Warner, Charles F. Glidden. 


TIGER ENGINE CO. NO. 2. 

M. Quinlan, Foreman; Samuel Locke, First Assistant; C. L. 
Chatman, Second Assistant and Steward; C. T. Henderson, Clerk ; 
Jesse Whitehouse; G. W. Whitehouse, G. H. Chase, Geo. Dunn, P. 
Sterling, H. Tasker, C. T..Cole, James Grimes, Thomas ‘Tolmay, 
James Starling, George Drew, John White, John Brown, James 
* Sherry, George Whitehouse, Benjamin Whitehouse, Charles Rick- 
er, Charles Guppy, G. W. Gray, Horace Whittier, James Bartlett, 
Charles ‘Glidden, Peter Riley, Patrick Develin, James Tuttle, Mar- 
tin Flutey, Dustin G. Jones, R. Smart, Thomas Printy, Francis 
Hughes, James Knox, J Gentleman, E Burnham, Peter Quinn, 
George Greenwood, Moses Moore, Herbert Ricker. 


SCHEDULE OF PROPERTY 
Hook & Ladder Co., House on Central St.—Carriage built in 
1868 by B. F. Preble & Co., carrying 7 Ladders, 6 Hooks, 6 Axes, 


e 25 


4 Forks, 4 Bars, 4 Buckets, 4 Lanterns, Drag Rope and Chains; 5 
spare Ladders and 4 Lfooks in the House. 


Dover Steam Fire Engine No 1, House on Orchard St.—Engine 
built by the Amoskeag Manufacturing Co., in 1865; 2 steam Cyl- 
inders, 8-inch diameter and 12-inch stroke; 30 feet Suction Hose; 
2 lose Carriages; 3000 feet Leading Hose 2 1-2 inch; 5 Pipes; 
12 Spanners; 10 Belts; 1 Axe; 1 Shovel; 6 Lanterns; 10 Oil 
Cloth Suits and Fire Hats. All in good condition. 


Cocheco Steam Fire Engine No. 2, House on Orchard St.—En- 
gine built by the Amoskeag Manufacturing Co, in 1865; 1 Steam 
Cylinder, 8-inch diameter, 10-inch stroke; 1 double acting plunger 
Pump, 4 1-4 inch diameter, 10-inch stroke ; 24 feet Suction [loge; 
1 Hose Carriage; 13850 feet Leading Hose 2 1-2 inch, 30) feet 
2-inch; 4 Pipes; 12 Spanners ; 10 Belts; 5 Lanterns; 1 Axe; 1 
Shovel; 1 Horse and Harness; 1 Blanket. All in good condition. 


Tiger Engine No. 2, House on Main St.—Engine built by Hun- 
neman in 1847; 5 3-4-inch Cylinder, 16-inch stroke; 26 feet Suc- 
tion Hose; lv Spanners; 5 belts; 1 Hose Carriage ; 600 feet Lead- 
ing Hose; Monkey Wrench; 4 Lanterns. Allin good condition. 


Cataract Engine No 4, House at Garrison Hill —Engine built by 
Hunneman in 1841; 5 1-2-inch Cylinder, 15-inch stroke; 26 feet 
Suction Hose; 2 Pipes; 2 Buckets; 2 Axes; 1 Hose Carriage ; 
300 feet Leading Hose; Belts, Lanterns and Spanners. All in 
good condition. 


LOCATION OF RESERVOIRS. 


One on Mt. Pleasant St., One on Portland St. 
Pleasant es John ib 
Locust Chapel ‘ 
Silver % Elm ee 
Central a Franklin ‘ 
Hale ite Chestnut ‘ 
Walnut i Grove ‘ 

Two on Washington ‘“ Two at Garrison Hill. 


There are also places for the Engines to take water as follows: . 
Fourth St Bridge, near the High School House, on Central St. 
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Bridge, at the junction of Walnut and Green streets, at City 
Wharf, at David L. Drew’s Pond and at Unitarian Pond. 


' —— —— 


LIST OF FIRES IN 1870. 

April 16,—On the roof of the Foundry. 

April 28,—Andrew McGuinness’ Smoke House. 

July 9,—Cocheco Printery,—no damage. 

July 24,—Reuben Nason’s Blacksmith Shop on Portland street,— 
loss $600; Wm _ Robinson, loss $500; Mrs. Gerrish, loss $165. 

July 26,—Fire at South Berwick, Me., Cocheco Steam Fire En- 
gine No 2 sent to their relief. 

* Aug. 20,— False Alarm. 

Sept. 12,—G. W. Horne & Son’s shed at Brick Yard,—damage 
$100. 

Sept. 21,—Fire at Dover Point in Huckleberry Swamp. 

Oct. 31,—Lucien B. Legg’s ice house,—damage $400. 

Nov. 1,—J. E. Goodwin & Co.’s Shoe Shop,—damage $38,000 ; 
Benjamin Pray, damage $10,000; C. E. & S. C. Hayes, damage 
$1000; Catholic Church property, damage $15,000; Daniel Ford, 
damage $300. 

Nov. 5,—False Alarm. 

Nov. 6,—Dover Gas House,—damage $200. 

Dec. 1,—Russell B. Wiggin’s Building,—damage $300; Mrs. 
Adams, damage $375. 

Dec. 6,—Burning shavings in George B. Wentworth’s House on 
New York street. 

Dec. 7,—Burning out chimney on Landing. 

Dec. 11,—Burning out chimney on Payne street. 

Dec. 16,—Burning out chimney on Perkins street. 


RECAPITULATION. 


Number of Engineers, - 
Members, - 

Engines, - - 
Feet of Suction 
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Hose, - 


Feet of Leading Hose, - H 


Hook & Ladder 
Hose Carriages, 
Hooks, ~ 


Carriages, - 


Feet of Ladders, - - : 


Reservoirs, - 


Respectfully submitted, 


10 
300 
18 


SOLOMON H. FOYE, 


REPORT 


OF THE 


SUPERINTENDENT OF BURIALS. 


To the City Councils of the City of Dover: 
GENTLEMEN :—I herewith submit my Report for the year ending 


Dec. 31, 1870. 





Under 5 yearsofage,- - *- - * -  - 25 
Over 5 and under 10, - - mihi - 3 
10 and under 15, - - - - - - - 3 

15 and under 20,_ - - - -* = - 6 

20 and under 30, - - - - - - oh 3 18 

30 and under 40, - - - - - - 14! 

40 and under 50, - - - - . - - 16 

00 and under 60,~—- - - - . . 10 

60 and under 70, - - - - ” ~ uy 16 

70 and under 80,_—- - - - - . 14 

80 and under 90, - - : - . - - 8 

‘90 and under 100, - - - - - - 2 
Over 100, - - - - - Pa) - - 1 
Whole number, 136 


The oldest person deceased in Dover the past year was aged 101 
years and 28 days. 


Number of deaths, native born, - - - - - 93 
Foreign born, - - - - 43 
Males, ’)* = 150) 0) see ee ai 67 
Females, - - - - 169 


Respectfully submitted , 
| JOHN S. STACKPOLE, Surr. or Buriats. 


REPORT 


OF THE 


CITY MARSHAL. 


To his Honor the Mayor and Board of Aldermen: 

The undersigned, City Marshal of Dover, respectfully submits 
the following Report of the Police Department for the year ending 
Dec. 31, 1870, giving the number of arrests, with such details as 
may be desirable for the information of the City Government : 

Amount paid into City Treasury, $757 15. 

Expenses of Police Department for the year ending Dee. 31, 
1870, $2591 06. , 

I have endeavored at all times to make the persons and pioper- 
ty of all our citizens as secure as possible. The peace and good 
order of a community is attributable to the existence of its Police 
force. As the usefulness of this department rests as much upon 
its moral power 4s its physical action, it must I think be considered 
_ the duty of all good citizens to encourage and sustain its organiza- 
tion, irrespective of any indiscretion on the part of any individual 
member; and with the spirit of charity judve the motive and in- 
vestigate the truth. 

The Table on the following page shows the number of arrests 
made in each month during the year, together with the causes which 
led to such arrests. 





 Defacing 


s 


* 


80 


‘TABULAR REPORT. 


BIE) EIE/PISIPIRIS 


| 
Cause. S([3,)5|4 
ey 














Diunkenness, 
fee Sanaa 
uildings, 
Keeping open Rum Shop on 











sunday, 
Keeping open Rum Shop after 
10 oclk, 
Adultery, 
Common Drunkards, 
Larccay, 
Vagrancy, 
Breaking and Entering, 
Night Walking, 
Selling Liquor, 1 
Playing Ball on Hicged 
Returned to Retorm School, 
Fast Driving, 
Sent to Reform School, 
Receiving Stolen Goods, 
Obstruciing Sidewalk, ? 
Drunkenness, let out on trial,) 9 | 18 | 14 | 5 | 


ee 





Assault and Battery, | 


et et CO 














-_ 
WW ArRwWSaOoMt 


ROG ee Hd 





Bie 
Be 
ne 
=o 


Lodgers, 21 | 9 | 26 | 35 
Perjury, i4* | 





Whole number of Arrests during the year 334. 
Whole number of Lodgers during the year 246. 
Respectfully submitted, 
JOSEPH S. ABBOTT, 
Orry Marsuat, 


’ 


CITY EXPENDITURES FOR 1870. 





Statement of amount paid each person and Department as pet’ 
bills filed in the City Clerk’s Office. 


STATE TAX. 
Peter Sanborn, Treasurer, oN aS kt a ae ae OS OU 


COUNTY TAX. 
James F. Seavey, Treasurer, ® “ “ 2 aye SS 280, 05 





PAUPER DEPARTMENT. 


James M.*Haynes, Overseer, - - * “ : 566 80 
Geo. D. Nowell, u . . “ ahnckd 1,290 00 
§2,166 80 

| SCHOOLS. | 
Balance dué atid paid the old Districts, - « 3,486 79 
Sundry bills against a 2 - bee WMA 5. 
$3,689 27. 





SCHOOL DISTRICT OF THE CITY OF DOVER. 
Z.S. Wallingford, - “ - - - “ - $13,000 00 


on 
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PRINTING AND STATIONERY. 


Libbey & Co., printing Gen. Ordinances and adver- 
tising same, - - - - = : - 


Libbey & Uo., printing City Accounts for 1869, - 


Check Lists, Blanks, &., —- - » ” 


A. Mudge & Son, printing, - - - - - 
K. A. Hills, advertising Ordinances, &c , - - 

EK. J Lane & Co., Stationery, - - - - 
J. F. Walker, ts - ° - ~ 

H. H. Goodwin, printing Police Blanks, &c., - 
Corlies, Macy & Co., 3000 Checks, - - - - 


Blank Books, - - - - - - 
Charles H. Horton, binding Books and Records, _— - 
Binding General Ordinances, = - - - 
‘ 
SPECIAL. 

E. V. Brewster, renting City Hall, - - “ “ 
M. F. Rand and others, firing salute, ringing bells, 
 &e., July 4th, - : - . - - 
Dover Cornet Band and others, public reception of 

¢ “Hon. John P. Hale;- = = - - “ 
J.V. & D. E. Hanson, door in City.Hall, — - « 
Charles Hayes, labor in City Llall, - ogg tae . 
G. F. Rollins, nails, zinc, &c., =< . - . 


Wm. E Roberts, hack hire for Convention, - “ 
J.S Abbott, 2 3-4 days, man and two horses, + 
Charles Woodman, paid expenses of Committee on 
Jail and House of ‘Correction to Manchester, - 
Wm, S. Stevens, expense to and from Boston twice, 


180 00 
235 00 
172 50 
9 50 
95 25 
14 42 
28 46 
33 25 
39 50 
13 75 
12 90 
49 45 





$883 98 


100 00 
177 14 


169 13 
6 00 

80 58 
8 06 
5 00 
13 50 


11 00 
10 00 


$536 41 


$3. 


GAS LIGHTS. 
Dover Gas Light Co. gas for City Hall 6 mos. end- 


ing June 30, - - - $299 62 
gas for Lamp Posts 6 mos. do 1078 65 

gas for Steam Engine Houses 
6 mos ending June 30, - 17 00 

gas for Hook & Ladder House, 
6 mos ending June 30, - 213 
Pipe and labor, - - - ROE SSIs 
T. B. Garland 5 street lamps, 5 mL yao) pte 45 94. 
John §. Clark, lighting and cleaning street lamps, - — 848 22 
Osgood T. Whittier, do- - - - - - 24 66 
Levi Rt. Berry, do - - - - - - ° 19 50 
Wover Iron Foundry, 4 lamp posts, - - - 06 00 
George L. Folsom, repairing lanterns, &c., “ - 26 35 
M. F. Rand & Co., do - - “ - - - 3 50 
S. A. Stetson & Co, 7 doz. patent burners, - - 5 25 
$1953 77 


Nore.—The amount received for gas used in the City Hall the. 
past year is $369.18. 


HEALTH DEPARTMENT. 


Oliver H. Jenness, salary, - m » : uy 35 00 
removing nuisances, - - - 27 50! 

Joseph S. Abbott, salary,- - -  - - = 35 00 
removing nuisances, - - » 12 25 

Stephen Walker, salary, - - - - - . 35 06 
George W. Patterson, removing nuisances, - 1 50 
$146 25 

DOG TAX, 
Iodiey Smith,-,. ~ - + = = * 25 00 


3 
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CEMETERY. 

Charles Hayes, building fence, gates, &c., in 1869, - 
John McKone, digging well, - - - - - 
Enoch T. Foss, 66 1-4 days’ labor, - - - - 
J. H. Randlett, repairing and painting old hearse - 
Charles Woodman, paid expense of com. on hearse, - 
A. B. Nichols, new hearse, - - - - - 
J. B. Stevens, Jr., making record of SRE and in- 

dex, - - - - - - - > 
John §. Stackpole, removing bodies, - . - 
A. Hayford, blacksmith work, — - - - - 


BONDS. 
Charles Br ocr No. 5 of April 2, 1860, _—- - 


NOTES PAYABLE. 


Savings Bank for County of Strafford,  - - : 
Strafford National Bank, - ~ a ~ r 
Dover dct Savings Bank, - - - aa Wie . 
' Watson Hayes, - - “ ° - . Lu 
Sarah A. Woodman, - - - - 4 " 
Nathan Woodman, - - - : . % 
Hannah E. Guppy and Abby G. Trafton, - - - 
C. W. Durell, . - - - - : A 
Tra T. Daniels, - - - “ - “ 4 c 
Sarah Kelsey, - - - - < s 
David H. Gage, ~ - - - - : 


Henry Roberts, - - . - - _ a 


334 37 
13 60 
132 50 
29 75 
15 00 
800 00 


25 00 
16 00 
3 50 


$1369 72 





1000 00 


73,040 00 
12,000 00 
33,550 00 
2000 00 
1625 0 
3000 00 
1700 00 
80 00 
800 00 - 
300 00 
110 60 
90 00 


eS 





$128,415 00 
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INTEREST. 

Savings Bank for County of Strafford, =  -  - 2770 40 
Dover National Bank, - - - - - - 730 00 
Strafford National Bank, - - “ - - - 2114 00 
Dover dct Savings Bank, art |g the - = 585 72 
Nathan Woodman, - - - ~ ~ : - 201 16 
Cc. W. Durell, - - - - ~ - ~ 115 20 
S.W.&R.H Cushing, - - - - - - 126 00 
James A. Kelsey, - - - . - > 174 00 
H. E Guppy and A.G. Tenn - - - - 81 00 
Ira T. Daniels, - - - - ~ - - 46 56 
Sarah A. Hall, - - . . - ~ > - 40 15 
Sarah A. Woodman, - - - - - ~ 109 09 
Sarah Kelsey, - - ee ” - - - 9 00 
Maria Thayer, - - ~ - - - 9 00 
Susan C Swain, - - - - - - - 36 00 
Davie He Gages: -o) Pate in2 ie ae ws? 8 69 
Henry Roberts, - - - - - - - - 5 48 
Mary Parker, - - > - - - - 29 20 

$5280 65 

COUPON INTEREST. ° 


Coupons, - => - * - - “ : = $5736 06 
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SALARIES. 
Wm.S. Stevens, Mayor, - - -~ = 
John B. Stevens, Jr , City Clerk, - “ 
balance of 1869, — - 


Joshua G. Hall,City Solicitor, - <-  « 


Kk. J. Lane, City Treasurer, - < < 


S. H. Brownell, City Messenger, - “ “ 
J.T. S. Libbey Clerk of Common Council, 
Board of Assessors, te hs “ - 


REPAIRS ON CITY HALL. 


Morrill Bro’s, brushes, brooms, &c., - 2 
} pails to receive water from roof, 
Lord & Norton, repairing furniture, - < 


J.C Hackett, new stairs, - “ “ “ 
L. C. Kimball, board of workmen, = ~ - 
Boston & Maine R. R. freight, - - 


James V. Hanson, labor cn stairs, - — - 


S. H. Brownell; 11 days’ worky - + = 


Aaron Roberts, plastering, ~ - “ 
Joseph Bedell, painting, “ af em ~ 
L. B. Laskey, paint for roof, - ° - 
H. R. Cowan, labor on roof, < . Z F 


200 00 
600 00 
10) 90 

50 00 
150 00 
200 00 

25 00 
400 00 


———a 


$1725 00 





5 45 

8 66 

5 00 
440 50 
30 00 
S 40° 
410 13 
28 10 
108 80 
42 07 
16 35 
49 50 


—_—_———= 


$1152 86 
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NEW SCHOOL HOUSES. 


Maria Thayer, - - - - - - 1600 00 
M. F. Rand, es ~ - - - - 1250 00 
Henry Osgood, Sawyer sch’l lot & old buildings,* $00 00 
E. D. Chamberlain, - - - - + - _ 800 00 
Harriet Clay, - - 550 00 
Edward Blaisdell. plan of ach eel Builatins - - 233 50 
Boston Daily Journal, advertisement to builders, -— 13 25 
Joseph S. Abbott, digging ecllar, as - - 252 55 
hauling sand and grading, - - 51 80 
Bellamy Mill, 8684 ft pine plank for sewer, - - 173 68 
Dover Iron Foundry, 6 window grates and fitting, 28 00 
M. F. Rand & Co, 4 No. 9 Chilson AEE fade bars, : 
plates, &c.,- . - - - - 850 00 
Hirem F. Snow, contractor, - - - - . 10,500 00 
R. Haley, 73,920 lbs. coal, | - - - - - 332 64 
John Carnes, labor en cellar sewer, - - 8 75 
Wm. H. Smith, carriage hire to notify building com- 
mittee, - - : - - 9 00 
Nahum Yeaton, recording school pene déads - - 3 50 








$17,570 32 


John S. Hayes, selling old buildings, fence, &¢., - 13 65 
Hiram Corson, Blackwater school house lot, - + 25 10 
Joseph Gray, furnishing and setting underpinning, 75 00 
H. A. Chesley, labor and material, - - - - 295 50 
Samuel A. Chesley, do - ~ - - - - 71 25 
Eli Cook, do - - - - 71. 10 
Wm. H. Pike, 1379 feet boards aad Wrote’ - 45 12 
Stephen A. Jenness, 15 1-2 dayslabor, - - - 23 25 
George W. Horne & Son, 950 brick, - - - 12 20 
James F. Horne, hauling boards and shingles, - - 10 23 
Foot & Snell, nails, bolts, lead, &c., - - . 44 29 
M. F. Rand & Co., 1 Emerson ventilator, - - - 12 00 
L Meader & Son, 5855 feet timber and boards, ~ oh RDO 
John Hersom, 665 ft. do for fence, - - - 12 63 
John Young, 400 ft. hard pine boards, - “ - 7 20 
Geo. L. Folsom, 50 lbs. lead, 3 galls. oil, - - 9 50 
R. R. Burnham, plastering, &c., - =i ~ 48 93 
Daniel Trefethen, 6 casks lime, 7 bu. hair, - - 41,57 
H. D. Hoitt, painting, - - . - - - 52 00 

$946 36 


* There was realized from the sale of land and buildings the sum of $1202 10, which should 
be subtracted from the above. 
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POLICE DEPARTMENT. 
Daniel Hall, Police Court Justice from Jan J, ’7(), to 
Sept. 1, ’°70, - - - - - - - 
Joseph S. Abbott, City Marshal from Jan. 1, ’7(, to 
pan. case - - - - - - 
] 1-2 cords wood, sawing, &c., - - - 
extra Policemen June 15 and July 4th, - - 
extra Policemen May 30, - - - - 
extra Policemen Sept. 18th, 14th and 15th, - 
paid fare of prisoners, - : - - 
Wm. 8. Warren, Assistant Marshal from Jan. 1, ’70, 
to Jan. 1, *71, - - - - - - 
Henry Osgood, Police Officer from Dec. 1, ’69 to Jan. 
DS 76 Pe - - - - - - - 
services as Watchman, - - - “ 
arresting, attending trial and committing Ja’s 
Gleason to State Reform School, - - - 
arresting and committing Frank Megan, James 
Hastie, Joseph Delaney and James Curray,  - 
Eri N. Scates, Policeman from Jan. 1, ’70, to Jan. 1, 
“i - ; - - mR A - ~ 
arresting and committing John Sullivan, Josh- 
ua Nute and Joseph Delaney, - - - - 
Seth Roberts, Policemen from Jan. 1 ’70, to Jan 1, 
°71, - - - - - - - - 
arresting and committing }ohn McLane, Enoch 
Hayes, Elizabeth Hayes and M. Laughlin, - 
John S. Clark, Policeman from Jan. 1,.’70, to May 1, 


476 Re he E i 4 ‘4 ' E Z 

arresting and committing Lliram Foye and 

Frank Hanlan, . - - - + - 
L. M. Howe, erackers and fish, -  - - - 


Wiggin & Faxon, do- - - - ~ - =! 


Dan orth & Courser, do - - - - - 
J. {, Laskey,do - - - - ~ - =k Woe 
A. J. Gould, crackers and bread, - = S - 
A. Hayfi rd, stove rail, - - “ - ah tha tee 
Page «& Vickery, 19,475 lbs, coal, - ~ - - 
S. H Brownell, cleaning Marshal’s office, - - 
Daniet Liussey, I cord hard wood, > : = 


22! 00 


150 OU 
11 75 
82 00 
30 00 

130 00 
12 59 


90 00 


81 21 
2 00 


11 60 


10 Q0 
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Stephen Toppan, repairing 7 chairs, - 
Charles Hayes, labor in station, 


G F. Rollins & Co., 6 keys, 
Wm. S. Warren, night Watchman 365 nights, 


Seth Roberts, 
J. G. Wallace, 


66 


66 


$6 


66 


146 
222 


G6 


66 


3 30 
6 60 
{ 23 
730 00 
291 00 
444 00 


——— 


$2591 06 
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FIRE DEPARTMENT. 


Ecmund Freeman, Chief Engineer from Dec 20, 
’69, to July 7, ’70, 
S. H. Eoye, Chief Engineer from July 7,’70, to Dec. 
20, °70, 3 
ist Assistant from Dec. 20, 769, to July 7,’70, 
Clerk, 
Silas Dunn, Ist Assistant from July 7,’70 to Dec. 20, 
40; 
2d Assistant from Dec. 20, 69, to July 7, ’70, 
John 8. Dame, 2d Assistant from July 7,’70, to Dec. 
| 20,770, 
L Beach, Jr., & Co., 10 gallons oil, 
Cyrus Littlefield, expenses at Garrison Hill Engine 
House in 69, 
expenses at Garrison Hill Engine House in’70, 
Janes Littlefield, 1 co'd pine wood, 
W. T. Wentworth, 13 ft. sf 
A. yward, blacksmith work, 
C. M. Smith, painting in ’69 and ’70, 
V illiam Hanson, shovelling snow from reservoirs, 
Geo. Ripley & Co., waste, 
M. P. Farnham, brass castings, 
Niles & Co., express, , 
Morrill Bros., window shades, &c., 
Dover Aqueduct Co., globe valve, 
G. F. Rollins & Co., rope, emery cloth and paper, 
| lead, &c., 
Tho’s L. Tibbitts, repairing hose carriage, 
S. M. Welch, 9 1-2 days’ labor, 
A. A. Fairbanks, do ‘* 
M. F. Rand & Co., pails, funnel, lead, &c., 
Amoskeag M’f’g Co., 48 studs with nuts, 
repairs on dome, 
E. H. Ashcroft, 1 patent safety valve, 
3 steam guage cocks with rods, 
Lowell Wadding Co., waste, 
Dover Iron Foundry, 1275 lbs castings for reservoirs, 
&C , 
Geo. L. Folsom, oil and brushes, 
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B. H. Warner, paid for washing hose 

Lebbeus Hill, repairing engine houses, 

O. D. Witherell, 5 1-2 tons cannel coal, 

Page & Vickery, 8995 lbs egg coal, 

James A. Horne, 138 badges, 

Charles EK. Bacon, 17 badges, 

B. & M. R. BR, freight, 

Daniel Murray, pay-roll on Garrison Hill reservoir, 
Henry Osgood, land and right of way to Mi 

G. W. Horne & Son, 1045 feet lumber for ‘“ 


11,622 brick 6S hs 66 
Daniel Trefethen, 16 casks cement as ae 
Geo. A. Webster, masonry on at 
James Conlen, 3 1-2 days’ labor on if 


Ephraim Wentworth, 1 days’ labor on hose, “ 
Wm. Rogers, do ) 
E V. Brewster, broom, &c., 

S. H Foye, expense in procuring hose, 
Horace Gowen, steward of engine house, 
~B.H Warner, do 

Steamer No. 1, pay-roll, 

Steamer No. 2, ‘* 

Tiger Engine Co. No. 2, pay-roll, 

Hook & Ladder Co.’s s 

Cocheco Hose Co.’s ef 


7 00 

5d 00 
96 32 
43 73 
178 50 
25 35 
12 50 
46 12 
100 00 
26 12 
104 59 
44 00 
140 83 
5 00 

2 00 

2 00 
117 

6 08 , 
316 50 
136 50 
401 60 
410 00 
749 00 
488 “0 
210 41 


— $4135 82 


MISCELLANEOUS EXPENSES. 


WARD ONE. 


C. W. Kimball, clerk and drawing 6 jurors, 1869, , 8 00 
WARD TWO. 
Thomas E Sawyer, moderator 186), 1870, 6 00 
Jonas D. Townsend, selectman 1869, 6 00 
Stephen Walker, do 6 00 
John C. Pray, clerk and drawing 12 jurors, 12 00 
John 8. Clark, putting up voting stand, 6 50 
WARD THREE. 
John R Varney, selectman 1869, 6 00 
Joseph S Abbott, selectman 1869, 1870, 120% 
Horatio G. Hanson, sclectman 1870, 6 00 
George W. Benn, clerk and drawing 16 jurors, 14 00 


WARD FOUR. 


Jesse Meader, moderator 186) and ’70, 4 00 
Thomas F. Drew, selectman 1869, 5 00 
George W. Ford, 3 1808 and 769, ' 1000 
John Peel, a! 1869, 5 00 
S. H. Brownell, paid for cleaning rooms, LIAL 
articles for use of janitor in Ilall, 10 30 

paid for repairing clock, &c., 12 00 

Niles & Co, express, 8 55 
Daniel Murray, pay-rolls on Hale farm, 139 00 
J. B. Stevens, Jr., recording births, deaths and mar- . 
riages, 69 50 
enrolment and making return to Concord, 12 00 
Alfred Mudge & Son, printing City Bonds, 38 00 


School diplomas, 12 00 
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Charles Hayes, labor in Hall and putting up voting 
stand, 

J.D. & J B. Guppy, rent of powder house lot, 

O. P. Sweet, advertising, — 

E J. Lane, expense to Concord, 

E. V. Brewster, brooms, &c., for Hale farm, 

J. B. Stevens, Jr, expense to and from Boston to 
procure school furniture, 

James Chase, earriage hire, 

Purinton & [lam, 1 cap for Hale farm, 

Jesse Hurd, rent of Garrison ILill Engine House, 

Lewis B. Laskey, window glass, 

Daniel Trefethen. keeping watering trough, 

Jonas Townsend, 6 lamp burners, 

J.S Abbott, work in Uall cellar, 

Tho’s F. Drew, 1-2 cord wood for Ward House ward 4, 

Geo. W. Benn, blanks for Ward 3, 

Geo. W. Ford, putting up lamps in Ward 4 Ward 

House, 

. P. Dutton & Co., advertising, © 

_W. Sanborn & Co., blank books, 

. Lothrop & Co , books by order of school com., 

. J. W. Pray, reporting 33 births and deaths, 

J. R. Ham, ies 4 11 a 

John S. Godfrey, locating well on Pine Hill, 

Geo W. Colbath, postage and box rent, 

Nahum Yeaton, recording city deeds, 

W. T. Prescott, insurance on city buildings, 

D. H. Wendell, do 

G. W. Benn, do 

Cha’s A. Tutts, do 

Frank Freeman, do 

J. B. Stevens, Jr., preparing City Accounts for publi- 
cation, 

A. O. Mathes, copying and reading proof of same, 

M. F. Rand & Co., use of stoves, 

repairs on furnaces, . 

Wm. H. Smith, carriage hire to notify Councils, 

Charles H. Llorton, binding school reports, &c., 

Elizabeth Frye, support of insane sons 


HOW 
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E. J. Lane & Co., school books to poor children, 

“J. F. Walker, do 

Page & Vickery, 45825 lbs. coal for Hall and offices, 

County of Strafford, board of prisoners at jail, 

State Reform School, do _ Manchester, 

Tho’s Groom & Co., stationery, 

Dover Aqueduct Co., water, 

Cochecho do lg 

Cha’s W. Brewster, winding and repairing old town 
clock, 


53 62 
51 05 
198 51 
620 24 
962 52 
8 15 
14 00 
38 00 


14 25 


ee 


$3161 45 


SEWERS, 


SEWER ON WASHINGTON STREET. 








Daniel Murray, pay-rolls, 542 61 

Geo. W. Horne & Son, 2600 bricks, 227 50 

Daniel Trefethen, cement and lime, 53 70 
—_—— $823 81 

SEWER ON TUTTLE SQUARE. 

Daniel Murray, pay-rolls, 631 10 

Geo. W. Horne & Son, 26000 bricks, 227 50 

Daniel Trefethen, cement and lime, 108 65 ae 
— $967 25 

SEWER ON FRANKLIN SQUARE. 

Daniel Murray, pay-rolls, 1525 89 

Geo. W. Horne & Son, 25000 brick; 218 75 

Daniel Trefethen, cement and lime, 275 18 

P. O’Brien, drawing sand, | 16 00 


oa $2,035 82 


HIGHWAYS. 


DISTRICTIND 11; 


Daniel Muay, Supt., pay-roll Jan. 1870, 


rep. oe 
Rs MWeh 4 
Ge Apr. a4 
6 May 66 
66 | June ¢ 
t¢ July 66 
ee Ato. as 
as Sept. * 
¢ Oct. 6 
¢¢ Nov. ** 
6¢ Dec. eé 


Daniel pone ay, pay-roll on Pine Hill, 
Rollins Road, 
ye Hill, labor on Hale farm, 
on sewer, 
Bellamy Mill, 10,629 feet pine plank, 
1128 feet pine boards, 
280 bags corn and meal, 
George W. Hayes, 1 set team harnesses, 
repairing, &c., 1869 and ’70), 
Henry Law, do 
4 


394 32 
375 4d 
497.43 
6&6 32 
1020 79 
741 65 
626 33 
73') 0A 
127153 
1244 68 
804 04 
482 06 


ee 


15 49 
947 79 
88 60 
5 50 


212 58 - 


22 56 
632 80 
125 00 

66 45 

4 43 





$8339 66 
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Enoch T. Foss, damage by widening highway, 
Moses Meader, do 
Henry Evans, do 
John Trickey, do in 1859, 
James B. Guppy, do 
S. Il. Pendexter, damage by laying out do 
John ‘Tucker, do 
E. V. Brewster, 131 loads of sand, 
1275 loads gravel, 
articles supplied prisoners, 
James Y. Hanson, 1 yoke oxen, 
Lorenzo Rollins, do 


Wm. T. Wentworth, timber, plank and boards, 


Moses Gage, 36,880 brick 
Benj Collins and others, labor on Whitcher 
bridge, 
S. H. Foye, stone trough on Tuttle Sq. 
sidewalks and crossings, 
Snow & Davis, 1001 sq. yards conerete side- 
walks, + 
John T. Hanson, 111 bags meal, 
ginger, cayenne, «c., 
G F Rollins & Co., tools, bolts, nails.iron, &c., 


M. F. Rand & Co., stove, &e., at crusher house, 


Gowen & Gray, drawing sand for sidewalk, 


Joseph [lam 8d, sand for highways and roads, 


Jeremy Perkins, labor on highways, 

Wm B. Wiggin, surveying on Pine Hill and 
highways, 

Blake Bros., repairs on crusher, 

Jesse Hurd, gravel for highways, 

D. Lothrop & Co, 15 loads paving stone, 

W. L. Furber, repairing pumps, 

Andrew Smith, wood-work and pairting tip- 
cart, ; 

repairing sleds, carts, &c., 

Smith Brown, iron-work on tip-cart, 
repairing sleds, &c., 

Geo W. Horne & Son, 20:00 bricks, 

Nicholas Varney, 2633 feet pine plank, 


225 00 
160 06 

35 00 
147 50 
100 00 
154 17 

25 00 

21 83 
255 09 

16 93 
250 00 
3110 00 
5383 19 
258 16 


168 74 
69 5! 
118 74 


750 94 
250 95 
11 13 
321) 74 
59 O07 
4a2a 
49 00 
30 OF 


57 00 
49 86 
126 77 
22 50 
13 87 


75 00 
43 85 
121 34 
ee LG 
VE aG 
52 66 
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A. C. Chesley, 1 horse rake, 

Patrick O’Brien, 55 loads of sand, 

Joseph Ilayes, 12M cedar shingles, 

John E. Elkins, 1 stone roller, 

Jacob M. Sawyer, labor on Mt. Vernon St. 

Geo W. Colbath, labor on Turnpike, 

Wnui. I. Smith, carriage hire, 

Lemuel Trickey, labor on 4th and Washington 
streets, 

J. H. Randlett, sledge handles, 

Page & Vickery, 2''/00 lbs. coal at crusher, 

Wm Robinson, blacksmith work, 

Alfred Caverly, labor on highway, 

I. B Williams, belting for crusher, 

H. B. Brown, veterinary service, 

Henry Meserve, 4 cords wood for crusher, 

labor on highway, 

E. K M. Daniel, damage to fence, 

J.B Stevens, Jr, copies of highway ti 
and orders, 

Geo. W. Avery, team work, 

Eugene Smart, fitting 2 keys, 

John H. Uartford, work on Landing pump, 

L. Beach, Jr., & Co., soda, soap and tallow, 

David L. Drew, labor on highways in 1869, 

John Ss Hussey, labor of self and oxen, 

Moses Hussey, do 

Tho’s H. Cushing’s Estate, damage by wid’ng 
St. ‘Thomas street, 

plank and boards, 

Foot & Snell, lead, iron, tools, &c., 

L. M. Howe, blacksmith work, 

Andrew Tuttle, labor on highway, 

D.& W. BR. R., freight, 

Jos. 5. Abbott, 8 3-4 days man and 2 horses, 

A HH. Lovell, 2 cesspool covers, 

Lebbeus Ilill, labor on streets, 

Charles C. Hayes, do 

James Ilorne, labor, self and oxen 


Wm. T. Wentworth, 4893 ft. plank and boards, 


37 50 
27 50 
73 50 
40 00 
10 00 
10 00 

6 00 


14 50 
6 99 
12 00 
62 85 
10 00 
14 70 
8 25 
18 50 
13 00 
1 76 


10 00 
70 00 
1 25 
70 

2 90 
60 32 
54 74 
120 60 


5 00 
10 00 
16 40 

5 62 

5 50 

2 82 
58 50 

5 50 
71 62 

2 00 
20 60 
96 86 
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Albert Davis, sand 16 75 
Wm H.&G. K. Drew, freight by river, 27 75 
Geo. L. Folsom, axle grease, paint and oil, 17 54 
Henry Tasker, sand, 6 87 
Lyman Locke, labor, 9 45 
James Littlefield, 14 1-2 cords of slabs, 65 25 
Morrill Bros., lantern, oil, wicking, &c., 9 68 
Tho’s L. Tibbitts, repairing carts, 3 50 


4 


DISTRICT NO. 4. 


50 


John S. Hussey’s March pay-roll, 
April 


Aug. 

Sept. 

Oct. 
Jesse Hurd, sand. - 


Moses Hussey, Supt. 


DISTRICT NO. 5. 


Moses S. Hussey, labor, 


Daniel Gage, 4 
Walter F.Gage, ‘ 
John S. Iussey, i 
B. F. Bickford # 
George Hussey, A 
John L. Brown, af 
John L. Brown, Supt., 
Ivory Varney, labor, 
Charles Hussey, 4: 
George. Hussey, ut 
B, F. Bickford, gh 
Hiram Foye, iff 
Moses Hussey, . 
Jacob Twombly, 4 
Angevine Hussey, ‘ 


66 


66 


$691 06 


$170 23 


Ira Horne, Supt., - 


DISTRICT NO. 


James F. Horne, labor, 


Martin Lord 
Charles Lord, 
Charles A. Horne, 
Moses Corson, 
Frank Corson, 
Geo. IL. Varney, 
John Hersom, 
Drew Foss, 

John Hurd, 
Ephraim Stirling, 
John Stirling, 
Sumner Stirling, 
Hiram Corson, 
Hiram Corson, jr., 
Hanson Twombly, 


Joseph Meader, 
Samuel ‘Trickey, 
Moses Meader, 
Charles Staples, 
Geo. Meader, 
Andrew Hayes, 
James N. Hayes, 
A. W. Drew, 

D. A. Johnson, 
A. Palmer, sand, 
S. Guinness, - 


be 
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DISTRICT 
Wm. T. Wentworth, Supt., - 
Stephen Wentworth, labor, 


$100 41 


$113 25 


52 
DISTRICT NO. 8. 


John H. Caverly, Supt., - - - - 41 68 
Oliver S. Horne, labor, - - “ - 2 Of 
Freeman Hussey, “ - <« «<« 4&4 - 8 84 
William Pike, “ nr). eae - ° 35 87 
Asa Baker, sa ae “ Sh is - 840 
Samuel Baker, 4 - “ - - 6 80 
Fhomas Barre, .“ « ; : “ - 4 50 
Michael Qualey, “ - “ a 4 50 
John Ackley, . re hae “ - - “ 4 50 
: ————  $1171¢ 
DISTRICT NO. 9. 
James ¥. McDuffee, Supt.,;~ - - ” - 17 07 
Paul Horne, labor, -« - ee 2 37 
Wesley R. Horne, “ =< ARNE at roe FN 1 53 
Charles Ham, e “ ~ ~~ « 7 96 
Ephraim Ham, oh ne - na an a 1 44 
John E. McDuffee, “ ~ - “ < 68 


aera ea $30 99 
DISTRICT NO. 10. 


Horace Kimball, Supt., - “ - “ 11 90 
Richard Kimball, labor, - - - « 8.57 
Wm. J. Chesley, “ - = “ . “ 1 00 
C. E. Caswell, “ - - “ - 18 36 
W. J. Chesley, Supt., - ~ - ~ “ 93 83 
Henry Whitehouse, labor, A) Pea an ee 24 38 
Stephen Wentworth, “ < +=. - + «= 4576 
Joseph Meader, Bf ise . * - 45 76 
George Meader, q “ - - ~ 19 13 
Samuel Trickey, BS nt « ° - 20 63 
Charles Watson, 66 “ - < “ 19 13 
Andrew Hayes, dee “ : = 18 38 
James M. Hayes, ce “ - 4 - 15 38 
Timothy Hussey, BS re (te - 53 75 
Charles Mitchell, eee a “ Ph it 22 50 
Moses Meader, te a ~ . “ 23 63 
Dennis Johnson, aE - - “ - 20 63 
Noah Wentworth, Shire - - . 11 63 
Wm. T. Wentworth, “ - ~ - “ 4 88 
Horace Kimball, Jd SO yi) 9 a 150 


$475 73 





D3 
.DISTRICT NO. i1. 


Geo. W. Ford, Supt., - - - - - 23 43 
Benjamin A. Ford, labor, - - - 29 12 
John Clements, 6 - - =P 4- 15 81 
John W. Clements, $0 - - - 4 42 
Charles Thompson, ‘“ - : = whe 8 16 
John Roberts, {ors ” - - 2 34 
George H. Card, .: - - - - 1 02 
John E. Pinkham, cht - - - 5 44 
Henry Clements, “s - - - - 2 72 
James H. Coleman, “* = - = - 6 12 
George W. Pinkham, “ - - ~ . 1 36 
Henry Pinkham, DS ae - - - 1 53 
H. M. Roberts, a - ~ - - 85 
Henry Coleman, (e! - - . - 1 87 
T. W. Ford, *e - . - - 85 
John Henderson, (on = < - - 68 
Edward Henderson ‘* - - - - 68 
James W. Ford, += - - - 5 44 
J. H. Randall, as - - rite, - 4 25 
T. W. Card, a ke . - - 7 14 
John Coleman, ae a AY fe oly, 68 
Thomas Henderson, ‘ - - - - 6 97 
William Card, ae - . - - 2 04 
J. S. Ford, OL eae eh akam 3 00 
W. P. Hayes, ‘$ - - = - 2 50 
L. B. Taylor, ae - - . 1 02 
'G. Paral, ah - - - - 3 57 
James H. Card, ste - - - 2 89 
Jacob Mathes, af - - - - 61 14 
I. Cousens, shin - - - 357 
H. H. Clements, $6 - - - - 2 04 
John Roberts, Supt., - - - : - 38 05 
John Clements, a - - “ - 5 10 
George Pinkham, i tes - - - 13 94 
Henry Pinkham, a . ~ - + 9 52 
Israel Cousins, {oy = - . - 15 60 
Aaron Pinkham, - - - - - 3 75 
Daniel Pinkham, are = - - 16 83 


Howard Roberts, te - - ~ - 3 06 


True Hanson, 
Wesley Clements, 
James Coleman, 


arles Thompson, 


DISTRICT NO. 12. 


Joseph W. Wingate, Supt,, - . ‘ 
Charles H. Twombly, labor, - -_ -- 


Robert Drew, 
Stephen Austin, 
Joseph Varney, 
Charles Cushing, 
Oliver Nute, 
-§. Scharman, 
David Drew, 
James O’ Niel, 
Wm. O’Niel, 


¢é 


Cha’s H. Twombly, Supt., - -— = 


Joseph W: Wingate, 


George Baker, 
Charles Cushing, 
Daniel Drew, 
Andrew Nute, 
Joseph Cushing, 
Joseph Varney, 
Stephen Austin, 
Charles Cushing, 
James O'Neil, 
John Sherman, 
Augustus Stewart, 
Robert Drew, 
Isaac Varney, 
Oliver Nute, 
Frank Whidden, 


66 


18 98 
13 74 
2 74 
3 06 
> 6 
4 59 
119 
34 

I 02 
1 52 
2 21 

- 36 03 
26 78 
5 10 
3 40 
9°35 
10 03 
18 70 
15 28 
16 75 
510 
6 80 
6 80 
5 95 
5 95 
6 80 
3 40 
3 20 


$327 00 


$260 42 


DISTRICT NO. 13. 
Nathaniel Austin, Supt., 


Ai Austin, labor, 
Thomas Pearl, se 
J. E. Tuttle, “ 
Thomas Footman, ‘ 
Alphonso Austin, ‘ 
Jonathan Austin, ‘ 
Alonzo Roberts, “ 


William Torr, «6 
Edward Austin, ‘ 
Charles Cole, 6 
Horace Long, “s 
John Nute, 6 
Daniel W. Roberts, ‘ 
Samuel Drew, ‘6 


Joseph Hanson 2d, “ 
William Nason, ‘6 


55 


Wm. T. Wentworth, 1395 ft. pine sane) 


106 74 
5 44 
1 538 

34 52 
19 72 
7 48 
68 
68 
24 05 
25 
15 30 
6 80 
8 50 
50 

7 50 
7 00 
5 50 
27 90 


$280 09 
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DISTRICT NO. 14. 


A. Brownell, Supt., = - - i : 


Andrew T. Roberts, labor, - - - 
Nathaniel Horne J: - - “ 
Henry Roberts, Re . - “ 
Samuel R. Horne, 4 - =e 
Felix Declois, co. - $ - 
Warren Gage, ee WS he (yo eee 
Clarance Roberts, fine - h : 
J. Carpenter, «“ = me 
E. Griffin, {tae 5 % <4 
Isaac Lucas, ee ' : 
Wm. A. Brownell, RE te ' 3 
Albert Elliott ce “ ‘ A 
Albert Hill, kes fs RD 
True Hanson, ce : - » 
Daniel Roberts, 3 ‘ 4 
Charles H. Brownell, ‘ ° 5 vabte 
W. A. Brownell, pees 3 4 4 
‘Edward Austin, be - : : 
Albert Austin, Ra - 3 
Thomas F. Gage, SEH iim lot Lie 
Stoughton Austin, oe ee Ue St ae 
Nicholas Varney, a mole 
Alphonso Austin, on - 4 4 
Thomas Cota, c , B 
John Bryant, OF ia ice ee eae Ne oh ns 
Dennis McCauley, ' SHU hs Shane & 
Moses Gage, ates Ec ete pee 
Samuel H. Hanson “ ~ - . 


Nathaniel Austin, ASH Ale) hae * 


53 89 
11 56 
17 51 
1 70 
11 22 
493 
10 71 
4 08 
2 38 
1 02 
26 52 
5 78 
1 70 
34 
918 
9 52 
10 37 
4 08 
1 02 
1 70 
2 04 
3 74 
7 20 
8 33 
2 04 
1 02 
2 04 
11 22 
3 40 
6 25 


$236 49 
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DISTRICT NO. 15. 


Samuel I. Hanson, Supt. and hands, - 
Nathaniel Carlton, labor, - - - - 


Seth Watson, “c - 3 = 
Israel and J. Hanson, ‘* - - 2 4 
Davis & Carlton, “ - ~ 3 
George Davis, (i= = : 7 
John Watson, ib - 7 €M 
Edward Davis, 66 '- = - é : 
James Grimes, 66 - : 2 


DISTRICT NO. 16. 


Daniel Card, Supt., -  - 7 L 
Thomas P. Drew, labor, - ° . “ 
James Meserve, “c - : - 
Alfred 8. Meserve, ‘ - = : : 
Frank Kelley, ce - - : 
J. Tuttle, Oe . . : 
Richard H. Tuttle, “ - BS he 
G. Nute, i. : : : 
Andrew Meserve, a ie eR 
Henry Meserve, Supt., - : - - 
James W. Meserve, ‘“ - - - 
Andrew T. Meserve, “ - - - - 
Isaac Tuttle, cs ° = - 
G. Nute, (ea. : a 
Alfred Meserve, ts - - - 
Samuel Hall, i s : : 
Samuel Prescott “¢ oi i - 


Timothy O’Brien, {6 we - - - 


391 
7 82 
3 40 
1 53 
34 

8 84 
2 04 
2 21 
2 04 
35 36 
15 61 
23 63 
10 71 
10 03 
3 06 
1 87 
3 06 
714 


$131 08 


$142 60 
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DISTRICT NO, 17. 


Joseph T. Peaslee, Supt., —- ames 
George Meserve, labor, 
Ivory Wadleigh, - - - 
Thomas Twombly, Jian - ~ “ 
T. & D. Twombly, Hs © Witte E 
Jacob 8. M. Ford, CHS Pe Pare NEE iu 


Wn. H. Ford, ‘ - = . 
T. & J. Nute, ne : 
Jesse Meader, Lio iti - : 
Thomas Nute, coo 4 : 
James Meserve, AP . : 4 
Levi Towle, TEMES gen ll Se 8S «| ya 
, Thomas P. Drew, G - - 
Ivory Wadleigh, Ay oie “ 
Thomas F. Drew, sf - - “ 
James Cassily, ie wi tlh 


DISTRICT NO. 18. 


John Hooper, Supt., -  - 
S.H. Richardson, labor, - ° -~ - 
S. J. Torr, 66 ; . . A 
Andrew Torr, ‘tea - 4 . 
Charles Torr, af ° a i 
James H. Garmon, “ - - - “4 
Wm. Hooper, Supt., - - se 
John Hooper, labor, - - - “ 


Lyman Lougee, ‘‘ - 4 “ iy 





98 84 
24 38 
12 57 
2 04 
19 04 
8 58 
38 

4 59 
1 50 
9 18 
34 
25 

2 30 
3 06 
1 36 
4 42 


* 


$192 83 


$128 80 


59 
DISTRICT NO. 19. 


Wm. Twombly, Supt., - - - - - 69 91 
Wm H. Twombly, labor, - > > . 17 51 
Wm. H. Pierce, cs - - - i 24 99 
William Wavis, hes A te - - ° 18 87 
A. F. R. Elliott, it - - - - 1.19 
George Elliott, ans : . . 1 53 
Reuben Twombly, of - ° - - 34 
Bryant Peavey, seuss - > . 3 06 
John L. Watson, of - - ’ - 8 50 
J.E.F.Cushman, “= - ° - . 955 
David S. Hanson, 6 she - » 2 38 
Oliver K. Hayes, oe ii - - = 1 53 
Samuel W. Hayes, ‘ - - > - 119 
James Hayes, ‘Cua - . ° 119 
Charles W. Davis, “ - : > - 85 
‘A. Richardson, ye) te - - : 1 50 
Israel Ricker, es . > : ° 3 40 
Augustus Davis, Sat ibe - - : 1 70 
E. V. Brewster, A - * - = 9 60 
Wm. Davis, Supt., ‘~~ - . > - 89 30 
William Twombly, labor, - ” ° - 43 35 
Wiel. Ewoamblys 46 592 6 NG 11 56 
David S. Hanson, es - - - ~ 22 61 
John Canney, i ee: » - > 5 10. 
Samuel Hayes, A - . : . 6 63 
James Hayes, ag Re - > - 16 49 
A. A. Davis, 6c - - - - 13 60 
Ty Ee FE. Gashman; > + - - - . iy 1S: 8% 
John L. Watson, uc - - . - 10 37 
Bryant Peavey, (6 ie - - - 14.11 
Wm. H. Pierce, eé - - : - 25 33 
B. P. Pierce, poh bw Wes - . - 10 03 
Nathaniel Bradley, ‘“ A ry 2 2) 
George Elliott, $6) t - ° - 11 73 
Ira Kelley, ‘6 - - - - 17 54 
E. V. Brewster, - - - - - 2 00 
A. F. R. Elliott, labor, - - . > . 3 06 
Albert Elliott, - - - - . - 3 06 


O. K. Hayes, - - > - ° - 9 18 


Israel Ricker, - * - - my . 
Thomas Knights, - - - x : ; 
John L. Watson, - - “i . 


Isaac W. Watson, . - ~ : . “ 


DISTRICT NO. 20. 


Joseph A. Clough, Supt., — - - . - 
Joseph S. Evans, labor, - - - - 
Thomas J. Willey, ‘“ - - 5 a : 
E. Cate, . = - i 
Joseph C. Bailey, ‘. - - . 2 a 
Benjamin Twombly,‘ ae aa Tee 
J. York, ~ ie re eae s r 
Edward Kay, | 4 - - = Aut 
Charles Cate, fg = - > = x 
Geo. W. Bodge, 745 + = - : 3 
John Norton, Se = - : : 4 
Young Bros., 4 - 4 =i ES 
Daniel Hussey, ‘-- «-° «= a OS 
John Kelley, 13 - 4 : 
Jedediah Cook, oo - - = t 
E. V. Brewster, cE - = 4 : 


Joseph Kay, Jee ies Oar ee 





3 06 
4 59 
3 06 
3 06 


$521 69 


$272 06 


6i 
DISTRICT NO. 21. 


William W. Wiggin, Supt.,- - - + 2414 
L. West, labor, - - - - - - 42 27 
L. Guppy, “ - - - ° - : 72 14 
Isaac Canney, labor, _ “ . 9 O01 
Joseph Winkley, * s" 4 - - - . 840 
Wm. Eaton, eae - « “ - 10 37 
Nathaniel Eaton, ‘“ 2 2 . “ « 4 42 
Charles Dearborn,‘ « - < 3 “ 1 36 
Ephraim Ham, ‘“ “ . s - : 1 36 
Jobn W. Wiggin,‘’ - ~ - - s 22 44 
Augustus Dearborn, labor, - 4 . “ 8 14 

Hawkins, ‘fata - - - 357 








—— Davis, ML « ° 6 - 4 20 
ee $206 82 





. DISTRICT NO. 22. . 
Boe taxouyoupe,- 0-2 = 8 8ST 


Henry Canney, labor, - cis eee a 3 71 
Joshua Watson, ‘ « - < “ “ 10 39 
Joshua M. Ham, ‘‘ « - = 2 21 25 
Charles Watson, “ « - “ é “ 4 25 
Alonzo Horne, < “ . . “ 357 
Patrick Cassily,  < - * 4 - 4 08 
Aaron Palmer; ae « “ - ” 9 35 
Geo. Tripe, oe < “ “ . 8 51 
Geo. Wentworth; ‘“ “ - » - 3 40 
William Pike, ae < ° “ - 3 08 
Joel Holmes, “s - * - - 2 72 
Ichabod Llorne, os . - < - 14 28 
Frank P. Hodgdon, ‘ - - “ : 4 42 
John Palmer, COT 2 < - < ° 2 72 
M. V. B. Drew, if . - - “ dif (12 
Jason Goodwin, “ « « - “ - 68 


wa $152 89 


DISTRICT NO. 23. 
George H. Caverly, Supt., 


Samuel Caverly, labor, 


Edgar Caverly, 
Harrison Hanson, 
John §. Drew, / 
S. H. Hanscn, 
David Gage, 
Henry V,. Caverly, 
Joseph Hanson, 
Frank Hanson, 
James A. Hanson, 
Israel Hanson, 
Orin D. Collins, 


Ge 


(9 


Thaddeus Woodbury, labor, 


B. F. Weeks, 

S. Hi. Hanson, - 
Israel Llanson, 
Samuel Caverly, 
Jonathan Hanson, 
Benjamin Weeks, 
William Hanson, 
Frank McCarty, 
Henry Caverly, 
James Ilanson, 


Total, 


62 





— $158 87 


$21,100 80 


CITY DEBT. 





Coupon Bonds of April 1,1860, | $10,000 00 
do do 1864, 49,000 00 
do Jan. 1, 1865, 62,110 00 
do do 1870, 105,000 00 


School District Notes :— 


James A. Kelsey, $950 00 
Abby A. Kelsey, 1600 CO 
Mary A. Kelsey, 390 00 
“Samuel W. Cushing, 540 00 
Robert H. Cushing; 1600 00 
Robert M. Varney, : 1200 00 
Abby -G. Trafton, 1200 00 
Hannah EK. Guppy, 500 U0 | 
——_— 7900 00 


Individual Votes :— 


Susan C, Swain, $300 00 
Mary Parker, 400 00 
Sarah A. Hall, 500 00 

a 1200 00 
Dover National Bank, 10,000 00 
Savings Bank for County of Strafford, 12,000 00 


Outstanding Claims, 11,670 01 


na 


$268,870 OL 
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. CONTRA. 

State Bounties, | 

Uncollected tax less abatements and 
salary of Collector for 1866, 


do 1867, 
do 1868, 
do 1869, 
do 1870, 


Due from sundry persons, 
Cash in Treasury, 


Total amount of City debt, 


$5800 00 


300 00 
1110 00 
133 00 
3000 00 
23,422 37 
300 00 


14,821 87 


$48,887 24 





$219 982 24 


CITY OFFICERS, 


ELECTED By THE City Councits, Marcu 18, 1870. 
City Treasurer—E. J. LANE. 
Overseer of Poor—GEORGE D. NOWELL. 
City Messenger—SAMUEL H. BROWNELL. 
Superintendents of Highways. 





1 Dist, No. 12 Charles H. Twombly 
Dist. No. 2 Daniel Murray 13 Nathaniel Austin 

3 14 Isaac Lucas 

4 Freeman Babb 15 Samuel I. Hanson 

5 John L. Brown 16 Henry Meserve 

6 Martin L. Lord 17 William H. Ford 

7 William T. Wentworth 18 William Hooper 

8 John H. Caverly 19 William Davis 

9 Ephraim Ham 20 Joseph Clough 
10 Jesse Cole 21 William W. Wiggin 
11 John Roberts 22 Ebenezer F, Faxon 


23 Samuel H. Hanson. 
Weighers of Hay, Straw and Coal. 


Edward Morrill, George E. Foot, Timothy H. Snell, Gilman 
Vickery, John Tucker, Andrew J. Roberts. 
Fence Viewers. 
Thomas J. Willey, Charles Ham, David H. Gage. 
Measurers of Wood and Surveyors of Lumber. 

Oliver S. Horne, Cyrus Littlefield, Wm. T. Wentworth, Solomon 
H. Fuller, John C. Pray, Mark F. Nason, Charles K. Hartford, 
Charles Young, Alvah Champion, Ephraim H. Whitehouse, Eben- 
ezer Gilman, Benjamin Collins, Washington P. Hayes, Samuel 
H. Mathes, John P. Hanson, Charles H. Sawyer, David H. Gage, 
Nathaniel Twombly, George W. Horne, George W. Avery, Wm. 
H. Norton, Hiram F. Snow, John P. Hammond, Moses S. Hussey, 
Thomas L. Tibbetts, Samuel L. McIntire, Emulus Thompson, John 
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Clement, Jacob S. Gear, Thomas J. Dearborn, Andrew Smith, 
Reuben Twombly, Charles Rundlett, Wm. Card, Joseph Tweedale, 
Charles R. Hale. | 

Measurers of Stone. 

Solomon H. Foye, Thomas J. Canney, Daniel Murray, Wm. B. 
Wiggin, Samuel H. Mathes, Ivory Paul, Aaron Roberts, Thomas 
J. Dearborn, Jacob S. Gear. 

Measurers of Leather. 

John E. Goodwin, Isaac B. Williams, Eleazer Davis, Wm. G 
Webster. 

Sealer of Weights and MeasuresMoses D. Hill. 
Powder House Keeper—Mark F. Rand. 
Field Drivers. 

Jesse Whitehouse, Andrew J. Bodge, Richard D. Kimball, Den- 

nis A Johnson, Augustus A. Davis, Enoch T. Foss. 
Hogreeves. 

Josiah Goodhue, John W. Trefethen, T. J. W. Pray, John F. 
Winkley, John M. Burnham, Jerry Y. Wingate, H. I. Hurd, George 
F. Bunce, John A. Lord, John H. Mathes, Albert Churchill, Frank 
Vickery, Hiram V. Gould. 


POLICE DEPARTMENT. 


JonaTHan P. Baker, City Marshal, 
Wirtram S. Warren, Assistant Marshal. 





The Constables, Police and Night Watchmen have not been ap- 
pointed up to the time of the publication of these Accounts, and 
are consequently omitted. 


WARD OFFICERS. 





Selectmen. 

Ward One—Ivory Varney, George H. Varney, James M. Hayes ; 
Ward Two—Jonas D. Townsend, Stephen Walker, John W. Rines ; 
Ward Three—John R. Varney, Charles P. Shepard, William H. 
Vickery ; Ward Four—Isaac Lucas, James H. Garmon, George H. 
Caverly. 


Ward Clerks. 


Ward One—Charles W. Kimball; Ward Two—John @. Pray; — 
Ward Three—George W. Benn; Ward Four—John H. Brackett. 


HIGHWAY DISTRICTS, 


As EsTaBiisHrp By THE City Councits, Marcu 20, 1865. 





Resolved, I. That Highway District No. 1 be extended to the 
junction of Back River and Durham Roads. 

II. That Highway District Nos. ‘“Two and Three,” be added to 
and included in Highway District No. ‘“‘One.” 

II. That Highway District No. ‘““Twenty-two be extended to 
the large Elm Tree east of E, Faxon’s house. 

IV. That so much of Highway District No. ‘‘ Twenty-three as 
runs from Rebecca Pinkham’s gate to the turn of the road near An- 
Crew T. Robert’s dwelling house, be disannexed from said District 
No. 23 and annexed to and made part of Highway District No. 14, 
end so much as runs from the turn of the road near the dwelling- 
house of Samuel H. Hanson to Nathaniel Carlton’s dwelling-house, 
be disannexed from said District No. 14 and annexed to and made 
part of Highway District No. 23. 

District No. 1—Shall embrace all the streets, lanes and alleys in 
the compact part of the city, also Locust (formerly High), street 
to its head, Arch street, Silver and Washington streets to their 
junction with Arch, Fourth to its junction with Tolend Road, Brick 
street to its junction with Grove, Franklin Street to its junction 
with Chestnut street at the house of Capt. Porter, the Rollins road 
to its junction with Fresh Creek road, the Turnpike to Rollinsford 
line, Rogers street, the Gulf road west of Cushing’s Mills, Payne 
street to the culvert beyond Plate’s Hill, Mt. Pleasant to Cross 
road, Cross road to Neck road near James Caton’s house, Pleasant 
street to John Meserve’s house and to head of Locust. > 

District No. 2—Shall begin at Cushing’s Mills, thence to James 
McDuffee’s gate, the old road by Capt. James B. Guppy’s to Fresh 
Creek road, and Fresh Creek road east to the Rollins Road to Rol- 
insford line. | 
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District No. 8-——-Shall begin on Franklin street at the house of 
Capt. Pcrter, near the corner of Chestnut street, thence to the house 
of Levi Sawyer on Garrison Hill, including the Fresh Creek road, 
west of the Rollins road. 

District No. 4—Shall begin at the house of Levi Sawyer on Gar- 
rison Hill, thence to Somersworth line and W. Moore’s house; also 
by the house of the late E. Hurd to Rollinsford line. 

District No. 5—Shall begin ‘at Somersworth line near Hender- 
son’s house, thence down to Gage’s hill, also by Moses Hussey’s 
house to the new road, and to Reynard’s brook. 

District No. 6—Shall commence at Somersworth line on Black- 
water road, thence to the Rochester and Somersworth lines. 

District No. 7—Shall begin at Reynard’s brook south of David 
Sargent’s house, thence by said Sargent’s to Rochester line; also 
the road leading by the school-house to the railr pis crossing and 
the road to Moses Farnham’s 

District No. 8—Shall begin at the junction of Grove and Brick 
streets, thence by the house of Ezra Kimball to Indian brook ; also 
the road by Richard Kimball’s house to the house of Mr. Fuller, 
thence to the railroad crossing near the Whittier bridge; also the 
Upper Factory road, from the school-house to the south side of the 
bridge. 

District No. 9—Shall begin at Indian brook near the house of 
Oliver S. Horne, thence by the house of Joseph W. Bennett to the 
railroad crossing, on the cross road and to the railroad crossing 
near the Alms house, and by the house of Paul Horn to the house 
of Moses Farnham. ‘ 

District No. 10—Shall begin at the railroad crossing near the 
Alms House, thence by the house of Timothy H. Snell to Roches- 
ter line, the road leading to John Trickey’s farm, and the cross 
road by the house of Horace Kimball to the railroad crossing. 

. District No. 11—Shall begin at Dover Point, thence to the junc- 
tion of the roads near the house of the late Jeremy Roberts. 

District No. 12—Shall begin at John Meserve’s house, thence to 
the bridge below Slephen Austin’s house. 

District No. 13—Shall begin at the junction of the roads near 
the house of the late Jeremy Roberts, thence to the red school- 
house, and main road to and across the bridge below Stephen Aus- 
4in’s house, with all the cross-roads. 

District No. 14—Shall begin at Amaziah Brownell’s house, thence 
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by the house of Nicholas Varney to Nathaniel Carlton’s house and 
the Cowan road. 

District No. 15—Shall begin at the culvert at Plate’s Hill, thence 
by Samuel Hanson’s, 2d, to the old road and the Amos Burrows 
road. 

District No. 16—Shall begin at the house of James Wentworth, 
thence to Spruce Lane, the David and Samuel Tuttle roads, the 
new road to Reynold’s Bridge, and the road to Madbury line. 

District No. 17—Shall begin at the head of Locust street, thence 
to Spruce Lane, the Mast road to Reynold’s bridge, the Drew Lane 
and the Spruce Lane. 

District.No. 18—Shall begin at the Madbury line, thence by Si- 
mon J. Torr’s house to Dunn’s bridge, the Mast road to Reynold’s 
bridge, and Pudding hill road to Madbury line. 

District No. 19—Shall begin at the house of Joshua Trickey, 
thence by the house of Wm. Twombly to Madbury line, and from 
said road by Richardson’s Mill to the Durham road, and then from 
said soad to the farm of E. Cate, and from said road to the Hanson 
shop (so called). 

District No. 20—Shall begin at the house of Robert Cristy, 
thence to Madbury line, by J. Cook’s house, and to Madbury line 
by the house of J. F. Kelly, thence on cross road to the house of 
William W. Wiggin 

District No. 21—Shall begin at the junction of the roads near the 
house lately owned by H. G. Otis, thence by the house of Ephraim 
Ham to Eben’r Faxon’s blacksmith shop, and both cross roads lead- 
ing from said road across.the Whittier bridge to the railroad cross- 
ing; also the cross road to William W. Wiggin’s and the cross 
road to the Upper Factory bridge. 

District No 22—Shall begin at Eben’r Faxon’s blacksmith seo! 
thence by the house of Frank Brawn to Barrington line, the road 
to Rochester line, the road to Madbury line, and cross road over 
the Watson bridge to the railroad crossing. ; 

District No. 23—Shall begin at the junction of the roads near the 
house of Andrew T. Roberts, thence by Ivory Paul’s house to the 
junction of the roads near Samuel H. Hanson’s house, and the 


cross road to Mrs. Pinkham’s. " 
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PARTICULAR NOTICE 
TO PERSONS HAVING CLAIMS AGAINST THE CITY. 


——__-_-—_—= + 
Ciry CLERK’s OFFICE, 
City of Dover, March, 1871. 

Persons having claims against the City should carefully 
note the name of the individual who orders the articles, or 
service, and should inquire to what department the charge 
shall be made. 

When there are charges belonging to different depart- 
ments, separate bills must be made, including only charges 
belonging to each department. What these are, may be 
readily seen by reference to the foregoing accounts. 

Unless this is done, the claimant will be put to the trouble 
of making out his account the second time. 

The claimants should then have the bill approved by the 
person who authorized the charge; and then presented to 
the City Clerk. 

All bills thus prepared and delivered to the Clerk at any 
time during the month, will be laid before the Committee 
on Accounts at their next meeting, which is on the first — 
Monday of each month, at 3 p.m. Bills not thus prepared 
and delivered will lay over one month. 


JOHN B. STEVENS, Jr., City Clerk. 








